TABORATOIRE NATIONAL DE DEPISTAGE DU DOPAGE 
LAB0RA1U1K^_^ avenue ROGER SALENGRO 
92290 CHATENAY MALABRY 
IDENTIFICATION APPAREIL: AXSYM 

RAPPORT ECHANTILLON 


.IDE: 178/07 995474 
IDP: 
Norn: 


Date: 21/07/06 


DOSAGE 


RE 


SULTATS UNITES INTERPRETATION DILUTION^ 


LIMITES 


BhCG 
21/07/06 10:59 


LH 


1 .45 lU/L 


1.09 lU/L 


21/07/06 11:09 


UNDILUTED 0.00 - 12.00 


UND 


ILUTED 0.00 - 40.00 


"N 
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Resullau : ^Dans Ics Bormes 

a A virifier 
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